From: 

Sent: 

To: 

Subject: 


Coulombe, Tom (DPH) 

Friday, February 11, 2011 10:44 AM 
Rosas, Giovanni (DPH) 

RE: BT/CT/RAD Meeting Minutes 2/8/2011 FYI 


Good Morning Giovanni: 

For the Rad Lab (MERL) section, I want you to know that the Seabrook Station (in Seabrook, New Hampshire) is now 
being routinely monitored, as of January, by our program after an 18 month lapse during a lab closure. 

Pilgrim Station (in Plymouth, Massachusetts) is being monitored with weekly and monthly environmental samples, a TLD 
program, and enhanced well monitoring for tritium. 

Also, the Vermont Yankee Station will soon be monitored on a monthly basis; and samples will start arriving in April. 
There is no need to amend any report for others. I just want you to know where these places are and what we have 
recently reinstated. 

Tom Coulombe 


From: Rosas, Giovanni (DPH) 

Sent: Friday, February 11, 2011 10:27 AM 

To: Anderson, Beverly (DPH); Belanger, Peter (DPH); Bird, Ciranna (DPH); Brown, Catherine (DPH); Buckley, Donald 
(DPH); Caley; Caloggero, Dina (DPH); Carter, Deborah (DPH); Cheng, Gloria (DPH); Church, Daniel (DPH); Clark, Mary 
(DPH); Conley, Caryn (DPH); Connolly, Lawrence; Coulombe, Tom (DPH); Crawford, Roberta (DPH); Crowell, Danielle 
(DPH); DeMaria, Alfred (DPH); DiNatale, Margaret (DPH); Elvin, Paul (DPH); Feeney, Mike (DPH); Gauthier, Cheryl (DPH); 
Gillis, John (DPH); Gordon, Gideon; Greer, Garry (DPH); Hall, Joshua (DPH); Han, Linda (DPH); Hastings, Rebecca (DPH); 
Hennigan, Scott (DPH); Hussin, Ayman (DPH); Jenner, Jennifer (DPH); Joshi, Archana (DPH); KaneOl, Peter (DPH); 

Kludt, Patricia (DPH); Konomi, Raimond (DPH); Koszalka, Sue (DPH); Krumholz, Glenn (DPH); LeClair, Erika (DPH); 
Madoff, Larry (DPH); Nassif, Julianne (DPH); Noddin, Linwood (DPH); Orsini, Olivia (DPH); Riggs, Ambryice (DPH); 
Salemi, Charles (DPH); Servizio, Paul (DPH); Smole, Sandra (DPH); Stiles, Tracy (DPH); Stone, Samantha (DPH); 
Swanson, Tanya (DPH); Szymczak, Elizabeth (DPH) 

Subject: BT/CT/RAD Meeting Minutes 2/8/2011 FYI 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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